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The  Chapel  of  Our  Lady  of  fhe  Airways,  the  first  of  its  kind  in 
the  woHd,  is  located  at  the  Main  Terminal  Building  (Gate  #11), 
Logan  International  Airport,  Boston,  Massachusetts. 

Most  U.ey.  Richard  J.  Gushing,  D.O.,  Archbishop  of  Boston,  ini- 
tiated this  project  for  the  spiritual  welfare  of  the  persons  ent- 
ployed  at  the  Airport,  as  well  as  for  the  thousands  of  air  travelers 
who  pass  through  this  busy  terminal. 

His  Excellency  dedicated  the  Chapel  on  January  2(Mh,  1952. 
Mass  is  celebrated  daily  as  well  as  on  Sunday. 


HERE 


MAOC  IN   U  S  A. 

« 84750 


Post  Card 


